ILLINOIS CAMERA SHOP, GALESBURG, ILL, 


Exterior of Post Theater. Corridors connect 
the theater with hospital enabling it to be 
reached from any part of hospital without 
stepping out-of-doors. 


Interior of Mayo Post Theater. Latest Holly¬ 
wood film releases are shown here five nights 
weekly including Sunday matinee. 


GENUINE CURTEICH*CHICAGO “C. T. PHOTO-FINISH” POST CARD-(REG. U. S. PAT. OFF, 


4B345 


PLACE 
ONE CENT 
STAMP 
HERE 


POST CARD 





Exterior of Post Theater 


MAYO GENERAL HOSPITAL 

GALESBURG, ILLINOIS 


Interior of Mayo Post Theater 















